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- double layer U Plank with Wacotech GmbH & Co. KG translucent insulation 
- operable windows and skylights at every studio
- natural light to all studios
- radiant floor with heating and cooling
- reflecting pool doubles as stormwater overflow
- all existing trees preserved on site 

